Nelson, Settle L 


From: 

Sent: 

To: 

Cc: 

Subject: 


Robert Earl (402)476-2811 [Robert.Earl@mdsps.com] 

Friday, January 11,2002 6:52 PM 
Hans-Juergen.Roethig 
Bettie.L Nelson 

Re: FW; Urine shipment for 466-01 from MDS Pharma Services 


Sensitivity; 


Confidential 


Hans, 

Yes, we axe definitely on for a conference call this Wednesday. We should plan 
on exchanging agenda items the day before. 

I received notification that the signed master agreement arrived today. 

I will get all of the missing Project Agreements/Work Products taken care of 
early next week. 


>No problem at all a problem! 

>Have a nice weekend! 

>I just like to confirm our teleconference next Wednesday 10.00 am CT/ 11.00 
>E!P. 

>Bioanalytics looks good to me, thanks for all the infos! 

>We are making progress with the project agreements! 

>As soon as we have the protocol for the accord jli study finished, could you 
>please prepare the quotation/work product? 

>Can we discuss on Wednesday the ACCORD longterm study? We have 
>revised/finalized the protocol summary. 

>I will send it to you on Monday. 

>Best regards 
>Hans 
> 

»-Original Message- - 

» From: Robert Earl (402)476-2811 [SMTP:Robert.Earl@mdsps.com] 

» Sent: Friday, January 11, 2002 4:22 PM 

» To: Hans-Juergen.Roethig 

» Subject: Re: FW; Urine shipment for 466-01 from MDS Pharma Services 
» Sensitivity: Confidential 

» 

» Hans, 

» 

» Yes, the samples we sent were for days -1, 3, and 8. When Jane asked 
» Julie, one 

» of our clinic associates, to send these samples, she requested 100 ml 
» samples 

» from the above days. Julie interpretted this to mean all of the 100 ml 
» samples 

» for those days, (most participants had three samples) I hope that our 
» shipping 

» these extra samples did not create a problem. Will they need to ship the 
» extra 

» samples back to us? 

» 

» Bob 
» 

» 

» >Dear Bob, 

» >I assume there was some misunderstanding by sending 3 sets of samples, 

» >Could you please clarify that these samples were from day -1, 3 and 8. 

» >Best regards 
» >Hans 
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» > 

» »-Original Message- 

» » From: Gerhard Scherer [SMTP:Gerhard.Scherereahf-lab.com] 
» » Sent: Friday, January 11, 2002 3:33 AM 
» » To: Hans-Juergen.RoethigSpmusa.com 


» » Subject: Pe: Urine shipment for 466-01 from MDS Pharma Services 

» » 

» » Dear Hans, 

» » the number of samples that we received is 981 (see table in the 
» attached 

» » file), Each sample (identical identifidatlon on the bottle) exists as 
» » triplicate (some samples as duplicate). Therefore, the total number of 
» » different (non-identical) samples is, as you indicated, 330 (- 
» 981/3).We 

» » shall analyse those 330 different samples. 

» » I am available on Jan 29 and 30 in the laboratory and would be please 
» to 

» » continue discussion with you. 

» » 

» » I am looking forward to hearing from you. 

» » 

» » Best regards 
» » Gerhard 
» » 

» » 

» » 

» » - Original Message - 

» » From: <Hans-Juergen.Roethig@pmusa.com> 

» » To: <Gerhard.Scherer@abf-lab.com> 

» » Sent: Thursday, January 10, 2002 8:15 PM 

» » Subject: RE: Urine shipment for 466-01 from MDS Pharma Services 

» » 

» » 

» » > Dear Gerhard, 

» » > 3 samples per subject is correct, as we sampled on 3 occasions. 

» » > So there should be a total of about 330 samples. Did those arrive? 

» » > Best regards 
» » > Hans 
» » > 

» » > PS I will be in Munich in the week of January 28. Perhaps we could 
» have 
» » a 

» » > short follow up discussion on the 29th or 30th? 

» » > 

» » > >-Original Message- 

» » > > Prom: Gerhard Scherer [SMTP:Gerhard.scherer@abf-lab.com] 

» » > > Sent: Thursday, January 10, 2002 7:19 AM 
» » > > To: Hans-Juergen.Roethig@pmusa.com 

» » > > Subject: Urine shipment for 466-01 from MDS Pharma Services 
» » > > 

» » > > Dear Hans, 

» » > > the boxes with the urine samples arrived safely at ABF yesterday. 

» All -- _ . _ 

» » > > samples were in frozen condition. 

» » > > Is it correct that we received for all samples 3 bottles with about 
» » 100 
» » > > ml, 

» » > > that is about 300 ml per sample? 

» » > > 

» » > > Best regards 
» » > > Gerhard 
» » > > 

» » > > PD Dr. Gerhard Scherer ; 

» » > > ABF Analytlsch-biologisches Porschungslabor GmbH 
» » > > Goethestx. 20 
» » > > 80336 Muenchen 
» » > > GERMARY 

2 


PM3006378782 


Source: https://www.industrydocuments.ucsf.edu/docs/tqkj0001 









» » > > 

» » > > Tel: +49-89-535395 

» » > > Fax: +49-89-5328039 

» » > 

» » «MDSsamples090102 . xls» 

» 

» Bob Earl, Ph.D. 

» Senior Director, Clinical Science 
» robert.earlSmdsps.com 
» 

» Phone: 402-437-4945 

» pax; 402-476-7598 

Bob Earl, Ph.D, 

Senior Director, Clinical Science 
robert.earlgmdsps.com 

Phone: 402-437-4945 

Fax: 402-476-7598 
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